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ROSETTI & COMPANY LIMITED 

THE HOUSE OF MUSIC 

138-140 OLD STREET LONDON EC1 
GOODS ENTRANCE AT REAR 28-42 BANNER ST 
TELEPHONE 01-253 7294 
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